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DPD- 5962-59 
1 September 1959 


MEMORANDUM FOR: Chief, Contracting Branch, DPD~DD/P 


SUBJECT + Lost Equipment 


i. Reference is made to the attached Survey Report submitted by 
Hycon Manufacturing Company for two (2) each DeJur Stenoretts w/mikes. 
In thet there is no indication as to the age of this equipment at time 
of loas, it is assumed thet there is little or no depreciation in cost 
involved. The $339.00 represents a dollar loss in this amount to the 
Project. In view of the foregoing it is recommended that Hycon 
Manufacturing Company be billed for this amount. 
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